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7^^  BOOKLET 

.  .  .  presents  praetical  suggestions  for  using  mofl- 
ern  lighting  to  make  your  home  more  comfort¬ 
able  and  more  beautiful — a  better  place  for  your 
family  to  live,  a  more  attractive  place  for  your 
guests  to  visit. 


This  charmingly  designed  home  is  made  doubly  attractive 
through  the  use  of  planned  lighting.  A  number  of  its  light¬ 
ing  arrangements  are  illustrated  in  this  booklet. 
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The  first  function  of  home  lighting  is  to  make  seeing  easy  and 
comfortable — to  provide  the  right  amount  of  the  right  kind  of 
light,  wherever  light  is  needed. 

Modern  homemakers,  with  the  aid  of  lighting  experts  and 
home  decorators,  have  found  that  good  lighting  is  an  ex¬ 
tremely  easy  and  economical  way  of  adding  to  the  beauty  and 
attractiveness  of  the  home. 

Planned  lighting — lighting  designed  for  its  decorative  as  well 
as  its  utilitarian  value — is  now  a  requisite  for  every  new  home. 
And  in  thousands  of  older  houses  planned  lighting  has  made 
the  entire  appearance  of  the  homes  brighter,  more  attractive, 
more  cheerful. 

Study  the  lighting  plans  in  this  booklet.  Select  the  ideas  which 
apply  to  your  house  and  which  appeal  to  you  most.  Make 
them  part  of  your  home. 

You  will  find  that  they  are 
practical,  inexpensive,  and 
easy  to  install. 


An  example  of  planned 
lighting.  The  lamp  pro¬ 
vides  sufficient  light  for 
easy  reading  at  the  chair 
— plus  well-diffused  gen¬ 
eral  illumination  through¬ 
out  the  room. 
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Before  considering  the  decorative  effects  which  may  he  ob¬ 
tained  with  light,  it  is  well  to  have  clearly  in  mind  the  four 
requirements  for  good  home  lighting. 


IHave  enough  light  for  the  seeing  task  to  be  done.  The 
a  amount  of  light  needed  for  easy  seeing  is  not  a  matter  of 
guesswork.  Scientific  minimums  have  heen  established,  below 
which  you  cannot  go  without  danger  of  eye  fatigue  and  strain. 
To  be  sure  your  lighting  is  adequate,  call  the  electric  light 
company  and  ask  them  to  send  a  Home  Lighting  Advisor  to 
your  home.  She  will  bring  the  Light  Meter,  so  that  you  can 
see  for  yourself  whether  or  not  you  have  enough  light.  This 
service  is  free  and  is  cheerfully  furnished. 


)  Avoid  Glare — Shade  all  bulbs.  Glare  is  raw,  irritating 
La  light,  produced  by  hare  lamps,  or  lamps  from  which  the 
light  is  improperly  diffused  or  shaded. 

Bare  lamp  candle  fixtures  and  bare  lamps  on  drop  cords 
should  be  shaded.  Table  and  floor  lamps  should  have  shades 
deep  enough  to  cover  the  bulbs. 


J  Avoid  contrasts — Have  enough  light  in  enough  places. 
Ui  Contrast  is  the  difference  between  the  amount  of  light  on 
your  work  and  the  amount  of  light  in  the  rest  of  the  room.  If 
the  light  on  your  work  is  bright,  and  the  rest  of  the  room  dark, 
the  eyes  must  readjust  themselves  every  time  you  glance  up 
from  the  work.  The  result  is  severe  eyestrain. 

4  There  must  be  correct  direction  of  light.  Avoid  working 
a  in  shadows.  Place  floor  and  table  lamps  so  that  the  light 
comes  over  the  shoulder — eitlier  shoulder  for  reading,  and 
over  the  left  shoulder  for  writing  or  sewing.  (The  reverse  is 
correct  for  left-handed  persons.) 


Glare  is  almost  as  dan¬ 
gerous  to  young  eyes  as 
insufficient  light. 


Modern  study  lamps  eliminate 
sharp  contrasts  by  throwing 
some  of  the  light  up  to  the 
ceiling  where  it  is  distributed 
throughout  the  room. 


The  Light  Meter  will  tell  you 
definitely  whether  the  illumi¬ 
nation  is  sufficient  for  any  par¬ 
ticular  seeing  task. 


H  eavy  shadows  are  caused  by 
direct  light  coming  from  the 
tvrong  direction.  Correctly 
placed  diffused  light  will  not 
produce  these  shadows. 
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SEMI-INDIRECT 


Direct  Lighting  is  the  method  hy  which 
most  of  the  lighting  is  thrown  directly  down 
into  the  room.  This  method  has  the  disad¬ 
vantage  of  producing  sharp  shadows  and 
glare  unless  the  hulbs  are  properly  shaded. 
The  shower-type  fixture,  the  pendant  wall 
bracket,  and  ordinary  table  lamps  are  ex¬ 
amples  of  direct  lighting. 

Semi-Direct  Lighting  finds  its  best  example 
in  the  conventional  enclosed  glass  kitchen 
fixture.  Direct  rays  of  the  lamp  are  broken 
up  by  the  frosted  glass  bowl  of  the  fixture. 
While  the  major  portion  of  the  light  is  di¬ 
rected  downward,  the  diffusing  bowl  reduces 
glare  and  makes  the  surroundings  more 
cheerful. 

Totally  Indirect  Lighting  is  designed  to 
throw  all  the  light  upward  to  the  ceiling 
where  it  is  reflected  downward  into  the  room. 
Shadows  are  soft  and  the  light  is  well  dis¬ 
tributed,  easy  on  the  eyes. 

Semi-Indirect  Lighting  is  the  method  by 
which  most  of  the  lighting  is  directed  toward 
the  ceiling,  and  part  of  it  downward  into  the 
room.  The  translucent  bowl  ceiling  fixture 
and  the  certified  I.E.S.  lamp  are  examples  of 
this  type. 

The  modern  lighting  trend  is  to  the  semi- 
indirect  and  totally  indirect  methods,  lie- 
cause  they  eliminate  glare  and  harsh  shad¬ 
ows.  These  two  methods  depend  partly  on 
reflection;  therefore,  it  is  important  that  the 
ceiling  be  painted  a  dull  white,  cream  or 
ivory. 


Attractive  lighting  can  give 
an  inviting  air  of  hospital¬ 
ity  to  the  entrance  of  your 
home.  The  architecture  of 
the  doorway  will  determine 
whether  decorative  lanterns 
or  other  outdoor  fixtures  are 
to  be  used,  but  the  important  thing  is  that  the  entire  entrance — 
the  path,  steps,  house  number  and  bell — must  be  well  lighted. 
The  entrance  lighting  should  be  controlled  from  just  inside 
the  door — the  switch  being  on  the  lock  side  of  the  door. 


Flooded  with  warm 
light,  this  doorway 
says  “W^elcome!” 
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Here  your  guests  obtain  their  first  glimpse  of  your  home. 
Proper  lighting  can  do  much  to  make  their  first  impression  a 
cheerful  one.  For  the  average  home,  a  lantern  or  shaded  can¬ 


dle-type  fixture  is  appropriate.  In 
torcheres,  or  luminous  panels 
around  the  mirror  are  good. 
Illumination  on  the  hall  stairs 
should  be  supplemented  by  light 
from  the  upstairs  hall,  and  all  hall 
fixtures  should  be  controlled  from 
either  upstairs  or  down.  Such  an 
arrangement  is  your  best  preven¬ 
tion  against  accidents  resulting 
from  poorly  lighted  stairways. 

Torcheres  and  an  interesting 
pendant  fixture  give  this  room 
charm  as  well  as  good  light. 


larger  halls  table  lamps. 


7/temu  Room 


From  the  standpoint  of  lighting,  the  living  room  is  the  most 
important  room  in  your  home.  Its  lighting  requirements  vary 
from  the  high  amounts  needed  for  close  reading  to  the  soft, 
restful  illumination  such  as  you  might  want  for  a  quiet  evening 
of  radio  music. 

Three  types  of  units  are  used  in  living  room  lighting,  and  all 
three  may  he  used  to  advantage  in  the  same  room;  ceiling  fix¬ 
ture,  wall  brackets,  and  floor  and  table  lamps. 

The  newer  ceiling  fixtures  are  not  only  very  decorative  but, 
even  more  important,  they  provide  an  excellent  quality  of  soft, 
glareless  light.  The  choice  between  pendant  and  close  fitting 
ceiling  fixtures  depends  on  the  ceiling  height;  but,  regardless 
of  style,  the  job  of  the  ceiling  fixture  is  to  provide  general 
illumination  and  not  to  provide  light  for  reading  or  other 
close  work. 

Most  wall  brackets  should  be  considered  for  their  decorative 
value  only.  However,  light  from  the  semi-  or  totally  indirect 
wall  urns  add  to  the  general  room  illnmination. 


A  decorative  ceiling  fixture  with  supplementary  light  from  floor 
and  table  lamps,  makes  this  room  really  “easy  on  the  eyes” 


Table  lumps  at  each  end  of  the  divan — here  is  eye  comfort 
combined  with  decorative  beauty. 


flOOfi  flOD  TflBLt  Lumps 

In  recent  years  tremendous  improvements  have  been  made  in 
the  design  of  floor  and  table  lamps  for  the  home.  Most  pop¬ 
ular  and  practical  of  the  new  designs  is  the  one  recommended 
by  the  Illuminating  Engineering  Society.  Called  Certified 
I.E.S.  Study  Lamps,  these  scientifically  correct  units  utilize  the 
semi-indirect  principle.  The  lamp  bulb  is  shielded  by  a  glass 
bowl,  which  provides  a  wide  spread  of  diffused,  glareless  light 
downward,  yet  releases  most  of  the  light  upward  to  the  ceiling 
where  it  is  reflected  into  the  room  as  general  illumination. 

By  using  a  three-light  bulb  in  a  Certified  I.E.S. 

Lamp,  illumination  ranging  from  low  pleasant 
light  for  conversation  to  light  adequate  for  fine 
seeing  may  be  obtained  from  the  same  unit. 

The  new  Certified  I.E.S.  Lamps  are  available  in  a 
variety  of  handsome  styles,  in  both  floor  and  table 
models.  They  are  especially  recommended  as  the 
ideal  lamp  for  children  and  students,  whose  young 
eyes  need  the  protection  of  scientifically  correct 
light. 

Certified  I.E.S.  Study  Lamps  are  scientifically  de¬ 
signed  to  provide  glareless  light  for  reading,  plus 
additional  light  for  general  room  illumination. 


MAZDA  LAMP  GUIDE  TO 


ENTRANCE  and  PORCH 


60  or  75  Watt 
Mazda  Lamp 


40  or  60  Watt 
Mazda  Lamp 


7'k  Watt 
Type  "D"  Lamp 


40  or  60  Watt 
Mazda  Lamp 


HALLS 


three  40  Watt 

Mazda  Lamps  Mazda  Lamp 


Two  60  Watt 
Mazda  Lamps 


40  Watt  60  or  75  Watt 
Mazda  Lamp  Mazda  Lamp 


LIVING  ROOM 


100  or  150  Watt 
Mazda  Lamp 


100  or  150  Watt 
Mazda  Lamp 


40  or  60  Watt 
Mazda  Lamps 


Mazda  Lamp 


40  or  60  Watt 
Mazda  Lamps 


40  Watt  Mazda  Lamp 


DINING  ROOM 


40  or  60  Watt 
Mazda  Lamps 


100  Wan 
Mazda  Lamp 


PORTABLE 

(FOR  VISUAL 


75  or  100  Watt 


Mazda  Lamp 
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Two  60  Wan 
Mazda  Lamps 


CERTIFIED  I.E 

END  TABLE  LAMP 


I  100  Wan  ' 

Mazda  Lamp 


SEMI-INDIRECT 
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100-200- 
300  Watt 
Mazda 
Lamp 


25  or  (40 
Watt  In 
Candje 
Cupj 


WALL  LAMP 
100  Watt 


Mazda  Lamp 
INDIRECT 


250,  300  or 
I00-2O0-3OC' 
Watt  Mazda  Lamp 


PROPER  HOME  LIGHTING 


E  LAMPS 

a  SERVICE) 


Two  60  Watt  or 
a  40  and  a  60  Watt 
Mazda  Lamps 


75  or 
100  Watt 
Mazda  Lamp 

E.  S.  LAMPS 

STUDY  LAMP 


100,  150  or 
50-100-150 
Watt 


Mazda  Lamp 

STUDY 
FLOOR  LAMP 


\ 


100, 150  or 
50-100-150 
Watt  Mazda 
Lamp 

BRIDGE  LAMP 

\m 


100  or 
150  Watt 
Mazda  Lamp 


BEDROOM 


100  or  150  Watt 
Mazda  Lamp 


too  or  150  Watt 
Silvered  Bowl  Lamp 


40  Watt 
Mazda  Lamps 


150  or  200  Watt 
Mazda  Lamp 


40  Watt 
Mazda  Lamp 


40  or  60  Watt 
Mazda  Lamp 


Two  60  Watt 
Mazda  Lamps 


BATHROOM 

F=| 

100  Watt  ^ - - 

\  Mazda  Lamp  )  ( 

7V»  Watt 

Fype  "D"  Lamp 

1 
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40  Watt  Tubular 
Mazda  Lamp 


40  or  60  Watt 
Mazda  Lamp 


40  or  60  Watt 
Lumiline  Lamp 


d 


KITCHEN  AND  LAUNDRY 


100  or  150  Watt 

Mazda  Lamp  Mazda 

Lumiline  Lamp 


60  Watt 
Mazda  Lamp 


60  Watt 
Mazda  Lamp 


150  Watt 
Mazda  Lamp 


PING-PONG  LIGHTS 


MISCELLANEOUS 

GARAGE,  FURNACE  ROOM 


CLOTHES 
CLOSn  LIGHT 


REFRIGERATOR 

LIGHT 
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Mazda  Lamps 


40  or  60  Watt 
Mazda  Lamp  Mazda  Lamps 


7  'A  Watt 
TYPE  "D" 
Lamp 


The  candle-ty pe 
fixture,  with  well 
shaded  bulbs,  pro¬ 
duces  ample,  pleas¬ 
ing  illumination  in 
this  attractive  din¬ 
ing  room. 
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The  first  rule  for  dining  room  illumination  is  that  it  he  bright 
and  cheerful,  and  free  from  glare.  All  hulbs  should  be  shaded. 

If  your  dining  room  is  of  the  usual  size,  probably  the  most  sat¬ 
isfactory  means  of  lighting  it  is  through  the  use  of  a  pendant- 
type  fixture  suspended  directly  over  the  table.  In  such  a  fixture 
all  bulbs  should  be  well  shaded  to  direct  the  light  down  onto 
the  table  and  not  into  the  faces  of  those  seated  at  the  table. 

Wall  brackets  add  a  pleasing  note  of  decoration  in  the  dining 
room  and  often  tinted  lighting  can  be  used  in  them  to  good 
effect.  The  bulbs  should,  of  course,  be  shaded. 

Indirect  torcheres  placed  at  opposite  corners  of  the  room,  or 
indirect  type  urns  on  the  buffet  produce  a  pleasing  quality  of 
general  room  illumination. 

Use  plenty  of  soft,  glareless  light  in  your  dining  room.  Noth¬ 
ing  can  do  more  to  add  to  the  attractiveness  of  this  important 
room  than  interesting  decorative  lighting.  Notice  in  the  room 
above  how  lights  back  of  the  curtain  valance  liven  up  that  end 
of  the  room.  Another  novel  feature  is  the  lighted  aquarium. 

It  is  these  interesting  touches  added  to  good  general  illumina¬ 
tion  that  make  it  so  attractive. 


Th  is  well-lighted 
kitchen  has  a  ceil¬ 
ing  fixture  and  local 
light  over  the  sink 
and  work  centers. 
Pleasing  light  in 
the  dinette  is  pro¬ 
vided  by  a  fixture  of 
semi-indirect  type. 
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There  are  two  requisites  for  a  well-lighted,  comfortahle 
kitchen.  The  first  is  a  central  ceiling  fixture,  usually  a  single, 
enclosed,  diffusing  unit,  of  the  semi-indirect  type.  This  unit 
should  he  equipped  with  a  Mazda  lamp  hulh  of  sufficient  watt¬ 
age  to  provide  the  maximum  of  general  illumination — at  least 
100  watts,  and  150  watts  in  a  large  kitchen. 

The  second  requisite  is  enough  auxiliary  light  so  that  the 
housewife  or  maid  need  never  work  in  her  shadow.  This  may 
be  accomplished  by  having  supplementary  fixtures  for  illumi¬ 
nation  at  the  sink,  range,  and  work  table.  A  simple  pendant 
fixture  or  bracket  over  these  work  centers  is  the  most  con¬ 
venient  way  to  assure  the  right  light  for  every  kitchen  task. 

In  the  more  modern  kitchens,  lamp  bulbs  are  recessed  in  the 
ceiling  over  the  sink  and  range  and  covered  by  diffusing 
panels  of  frosted  glass.  Lumiline  Lamps  are  ideally  suited  for 
this  type  of  installation. 

If  you  have  a  kitchen  pantry,  a  small,  close  fitting  ceiling  fix¬ 
ture  will  amply  light  the  shelves  and  cupboards. 

For  the  breakfast  alcove,  a  pendant  shaded  fixture  of  semi- 
indirect  type  is  satisfactory. 


The  lighting  in 
this  room  is 
complete,  and 
combines  com- 
fort  seeing  with 
beauty. 
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In  a  great  many  homes  the  hedroom  is  used  as  a  room  for 
study,  sewing  or  reading;  no  longer  is  it  merely  a  place  to 
sleep.  The  reading  chair  or  chaise-lounge  should  he  illumi¬ 
nated  hy  a  floor  lamp  or  a  table  lamp  which  provides  the  cor¬ 
rect  light  for  easy  reading  or  sewing. 

Authorities  agree  that  reading  in  hed  is  not  dangerous  to  the 
eyes  provided  the  lighting  is  good.  But  most  so-called  hed 
lamps  are  entirely  inadequate;  they  are  invariably  designed 
for  their  decorative  value,  with  poorly  shaded  bulbs  and  with 
an  insufficient  spread  of  light.  A  lamp  with  a  white  diffusing 
howl,  such  as  the  Certified  I.E.S.  Lamp,  gives  glareless,  com¬ 
fortable  lisrht  for  reading. 

The  boudoir  lamps  on  the  vanity  dresser  should  be  tall,  with 
light  colored  shades  to  permit  adequate  light  on  both  sides  of 
the  face. 

Of  course  every  closet  should  be  lighted,  and  the  light  should 
he  placed  just  over  the  door,  at  the  front,  so  that  the  light  is 
thrown  back  onto  the  clothes  and  shelves. 

And  don’t  forget  a  small  night  light  bulb  to  plug  in  on  the 
baseboard.  This  is  invaluable  in  a  child’s  room  and  in  time 
of  illness. 
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A  ceiling  fixture  for  general  lights 
ing  and  shaded  light  on  each  side 
of  the  mirror  mean  no  glare,  no 
shadows,  no  nicks  in  hubby’s  chin. 


Every  member  of  the  fam¬ 
ily  will  appreciate  good 
lighting  in  the  bathroom ; 
yet,  in  many  houses,  it  is 
in  this  room  that  the  illu¬ 
mination  is  sadly  inade¬ 
quate. 

In  the  average  size  bath¬ 
room  a  ceiling  fixture  of 
semi-indirect  design  is 
recommended.  In  a  very 
small  bathroom  the  ceil¬ 
ing  fixture  may  be  omitted 
in  preference  to  lights  on 

each  side  of  the  mirror.  In  this  case  the  mirror  lights  are  con¬ 
trolled  from  a  wall  switch  inside  the  bathroom  door. 

The  bathroom  mirror  must  always  have  its  own  lighting.  Two 
side  brackets  are  satisfactory.  The  bulbs,  tubular  or  standard, 
should  be  shaded  with  diffusing  glass  cups  or  cylinders.  Also, 
Lumiline  Lamps  are  finding  much  favour  in  the  more  modern 
homes.  Be  sure  to  have  an  extra  outlet  placed  at  the  right  of 
the  mirror  for  the  electric  shaver,  curling  iron,  and  sun  lamp. 

Sometimes  the  shower  or  tub  re¬ 
quires  a  separate  light.  Such  lights 
may  be  mounted  flush  with  the 
ceiling.  Waterproof  units  should 
be  used. 


This  modern  bathroom  uses  Lumi¬ 
line  Lamps  to  light  the  dressing 
table,  shaving  mirror  and  the  mir¬ 
ror  at  the  washstand. 


Plenty  of  light  and 
plenty  of  convenience 
outlets  are  two  require¬ 
ments  for  an  efficient 
laundry. 
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The  laundry  room  needs  one  or  more  ceiling  lights,  and  these 
lights  should  he  either  the  white  diffusing  glass  bowl  type,  or 
shaded  dome  reflector  lamps.  Also  it  is  essential  to  have  local 
light  over  the  tubs,  and  ironing  board.  Laundry  walls  and  ceil¬ 
ing  should  be  painted  in  white  or  cream. 


7^^fUfi0flCE  Room 


Install  RLM  dome  reflectors,  with  100  watt  Mazda  Lamps, 
directly  over  the  front  of  the  furnace  and  at  the  coal  bin.  This 
type  of  reflector  is  practical  also  for  the  work  shop  and  the 
storage  room  in  the  cellar. 


sirirs 

Poorly  lighted  basement  stairs  are  the  cause  of  thousands  of 
home  accidents  every  year.  Use  glareless  reflectors,  one  at  the 
top  and  another  at  the  bottom  of  the  stairs  if  necessary.  These 
lights  should  be  controlled  by  separate  switches  at  the  head 
and  foot  of  the  stairs. 


Fun  below,  when  you 
fix  up  and  light  up  that 
basement  playroom. 


Make  your  play  room  cheerful  and  easy  on  the  eyes  hy  light¬ 
ing  it  properly.  Shaded  ceiling  lights  are  needed  over  the 
ping-pong  or  billiard  table,  and  portable  floor  or  table  lamps 
should  be  available  for  reading  or  cards.  When  planning  such 
a  room,  be  sure  to  provide  plenty  of  outlets  for  lamps,  radio, 
electric  toys  and  other  appliances. 


7^  REM  DOOR  flllD  GRRRGE 


Safety  and  convenience  call  for  light  at  the  rear  door  and  in 
front  of  the  garage.  A  simple  bracket  or  porch  ceiling  light  is 
usually  satisfactory  for  the 
rear  door.  The  interior  ga¬ 
rage  light  can  be  an  ordi¬ 
nary  RLM  dome  reflector, 
or  a  more  decorative  water¬ 
proof  lantern.  For  the  in¬ 
terior  of  the  garage,  use 
RLM  reflectors,  one  over 
the  engine-hood  of  the  car 
and  the  other  over  the  work 
bench. 


For  convenience  and  safety, 
have  a  good  light  at  the 
rear  door. 


CLOTHES  CLOSETS 

A  light  in  the  clothes  closet  is  a  great  con¬ 
venience.  It  makes  it  easy  to  find  what  you 
want  and  greatly  simplifies  dusting  and 
cleaning.  Usually  the  closet  light  is  installed 
inside  and  just  above  the  door  so  that  the 
light  is  thrown  hack  onto  the  clothes  and 
shelves. 


THE  CEOflfi  CLOSET 

Most  modern  homes  now  include  a  huilt-in 
cedar  closet,  the  light  for  which  is  usually  a 
small  enclosed  glass  fixture  controlled  either 
hy  a  pull  chain  or  wall  switch.  Another 
modern  convenience  is  controlling  closet 
lights  by  an  automatic  switch  in  the  door, 
so  that  the  closet  is  flooded  with  light  when 
the  door  is  opened. 


STflIHIHflyS 

Children  seem  to  have  a  habit  of  leaving 
toys  on  stairways — and  unless  the  stairs  are 
well  lighted  they  are  a  constant  poten¬ 
tial  source  of  accident.  A  lamp  bulb  in  a 
l>racket,  controlled  from  the  top  and  bot¬ 
tom  of  the  stairs  makes  the  difference  be¬ 
tween  danger  and  safety.  Plenty  of  light  in 
the  out-of-the-way  places  in  your  home  is 
your  best  accident  insurance  for  the  whole 
family. 


yMAMiaikm 

In  this  little  booklet  it  has  been  possible  to  give 
you  but  a  brief  glimpse  of  some  of  the  wonderful 
things  planned  lighting  can  do  to  make  your  home 
more  attractive,  more  convenient  and  safer. 

You  are  urged  to  analyze  your  home’s  present  light¬ 
ing — room  by  room.  Often  it  is  possible  to  make  a 
decided  improvement  by  merely  shading  the  fix¬ 
tures,  rearranging  the  lamps  or  putting  in  new 
Mazda  lamp  bulbs. 

However,  should  any  question  arise  as  to  the  ade¬ 
quacy  of  your  present  lighting,  or  as  to  the  best 
methods  of  improving  it,  do  not  hesitate  to  call  your 
Electric  Company. 

The  suggestions  and  recommendations  of  their 
Home  Lighting  Advisor  are  yours  for  the  asking. 
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